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[Abstract:] Asks reasons for difference of cost of Std. Silver Doll. dies for Mint at N.C. & San 
Francisco. 


P 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
March 29, 1888 


Sir: - 


In your account of January 19 for ten (10) pairs of standard silver dollar dies furnished 
the New Orleans Mint, you charge $255.80, viz: for labor $245.60 and for material $10.20 while 
in your account of February 14, against the San Francisco Mint, you charge only $204.60 for ten 
(10) pairs of silver dollar dies or $194.40 for labor and $10.20 for material., being a difference of 
$51.20. 


I would thank you state the reasons for the difference of the cost of these dies. 


Respectfully yours, 
Jas. P. Kimball 
Director of the Mint. 


Hon. Daniel M. Fox, 
Supt. U.S. Mint, 
Philadelphia, Pa. 


